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Moli-Phase/Torque Pac Converter System is the most 
advanced static type converter on the market today designed to 
operate 220V three phase motors on 220V single phase power. By 
utilizing solid state technology and proven phase shifting techniques 
this system approaches true three phase power at minimum cost. 
Unlike other static converters, MOLI-PHASE/TORQUE PAC SYSTEMS 
continue to supply power to all three motor windings, providing a 
more balanced line load condition that helps maintain original 
horsepower, running torque and quieter operation — typically 4.3 
amperes on L3 with a 3 A.P. air compressor. The exclusive Starting 
Torque Control and adjustable TORQUE PAC allows operation of 
motors from 1/8 to 10 H.P. This wide operating range becomes a 
valuable asset when machine and shop requirements change. 


Moli-Phase Generators offers the most reliable and efficient 


source of converted single phase power. Generators may be paralleled 
for limitless load applications. 
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MOLITOR associates, Itd. = 


Main Office: P.O. Box 545 * Hampshire, Illinois 60140 
Plant: 36 Center Dr. ¢ Gilberts, Illinois 60136 
708-683-2010 or 708-426-8288 
CALL TOLL FREE: 1-800-747-2010 





/\/7R\OLI-PHASE CONVERTERS/GENERATORS — CONVERT TO 3 PHASE POWER! est. 1982 


Key Features — Static — ¢ fully automatic ¢ one model — 1/8 to 10 HP. © operates 2 speed rnotors @ 
all 3 motor windings energized © runs more than one motor @ starting torque control (S.T.C.) © remote 
Starting capability @ electronic circuit fuse protected © all components U.L. listed © 1/4 cost of rotary 
generators © simple 2 wire hook-up ® 2 year warranty ¢ 208-220V applications only 


Key Features — Rotary — « fully automatic ¢ all models — heavy duty design totally enclosed for 
outdoor use © quiet and cool running © instantaneous starting — low line draw @ factory wired — simple 

installation ¢ machine mounts included ¢ enough power for whole shop @ all components NEMA or U.L 
listed © also operates welders, EDM, CNC, etc. © 3 year warranty ¢ 208-220/440V applications 


Applications — ¢ Mills ¢ Grinders © Drills ¢ Lathes ¢ Planers ¢ Saws ¢ Grain Dryers © Refrigeration 
e Air Compressors © Conveyors @ Mixers @ Shears @ Pulverizers @ Brakes @ Presses @ Blowers @ 
Irrigation ¢ Pumps 





Largest Retail 
ALL CONTINUOUS HP. | Range | Total HP 0 No-Load Price 
3 PHASE POWER Motor | Motor | All Motors Amps FOB 
Started | HP Running LBS Gilberts 


MOLI-PHASE CONVERTER ONLY Ys Ye-Vs 10 5 $187 
MOLI-PHASE CONV. & TORQUE PAC 10 | %-10 10 9 271 
MOLI-PHASE “PLUS” CONVERTER * 10 | %-10 10 16 428 
MOLI-PHASE GENERATOR-MP5 5 ”-5 20 175 661 
MOLI-PHASE GENERATOR-MP7.5 7% | %*e7% 30 857 
MOLI-PHASE GENERATOR MP10 10 | %-10 45 225 1098 
MOLI-PHASE GENERATOR-MP15 15 | %-15 60 6 275 1512 


* MOLI-PHASE “PLUS” CONVERTER CONSISTS OF A MOLI-PHASE CONVERTER AND A 2ND TORQUE AND RUN PAC 
UNITED STATES PATENT NUMBER 4,492,911 Expert technical assistance availabie 7 days a week. 
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\ ment. Massive heat treated steel components eliminate tool chatter on all lathe 
operations. Ideal for home workshops, factories, and schools. Designed for most lathes up to 12”. All 


holders use standard off-the-shelf, readily available tool bits.* 


BORING BAR 
HOLDER 


® Makes tool changes a snap 
Xs @ Self-locking height adjustment 
\\ @ 48 Repeatable positions 
\\ © Heat treated steel 
@ Black oxide finish 


The OMNI-POST System - a great alternative to conventional lathe 
— tool posts. Each interchangeable holder has a self-locking height adjust- 


STARTER SET $59.00 
Includes - Post assembly and (1) Standard 
Tool Holder. (Add $2.00 postage & handling.) 


4-HOLDER SET $149.00 
Includes - Post assembly, (1) Standard, 
V-Groove, 3/4” Boring Bar, and Cut-off Tool 
Holders. (Add $3.00 postage & handling.) 


V-GROOVE 
HOLDER 


STANDARD 
HOLDER 


6-HOLDER SET $199.00 
Includes - Post assembly, (1) V-Groove, 3/4” 
Boring Bar, Cut-off and (3) Standard Tool 
Holders. (Add $3.00 postage and handling.) 


9-HOLDER SET $285.00 
Includes - Post assembly, (1) V-Groove, 
Cut-off, Carbide, 3/4” Boring Bar, 1/2” Boring 
Bar, 30° Angled Standard and (3) Standard 
Tool Holders. (Add $4.00 postage & 
handling.) 





Complete prints for the entire line $15.00. 

Raw material and hardware package to make a com- 
plete 4-Holder Set (free-machining steel and grade 8 
hardware) $30.00. Add $3.00 postage and handling. 
Note: Requires above prints. 











NEW! LOW PROFILE SERIES HOLDERS 


Holders are now available for spindle centerline 
heights less than 0.7” above compound (i.e. Atlas 6°, 
etc.) The 4 available holders are: STANDARD, 
V-GROOVE, 1/2” BORING, and CUT-OFF. 


NOTE: Specify spindle centerline height 
above compound and T-slot dimensions when 
ordering. 


— | 











For more information listing the many holders available for the OMNI-POST system, call or write.. 


| RAF Dept. 249, P.O. Box 783, St. Joseph, MI 49085 Ph. (616) 429-7050 ) soe 


Visa and Mastercard accepted. 
Michigan residents add 4% sales tax. 
*Tool bits not included. 
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